TUNNEL TO CANADA P27770 
Entrance — Detroit—Windsor Tunnel a?) 
Detroit, Michigan 


Located on Woodbridge at Bates, adjacent to the 
Detroit Civic Center. 
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Photo by Lucy Gridley 


